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ABSTRACT 


Nano-satellites are key features for sharing the space data and scientific 
researches. They embed subsystems that are fed from solar panels and 
batteries. Power generated from these panels is subject to environmental 
conditions, most important of them are irradiance and temperature. 
Optimizing the usage of this power versus environmental variations is a 
primary task. Synchronous DC-DC buck converter is used to control the 
power transferred from PV panels to the subsystems while maintaining 
operation at maximal power. In this paper, artificial intelligence techniques: 
neural networks and adaptive neural fuzzy inference systems (ANFIS) are 
used to accomplish the tracking task. Simulation and experimental results 
demonstrate their efficiency, robustness and tracking quality. 
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1. INTRODUCTION 

Power management in a satellite is a mandatory task. The overall power is consumed from PV 
panels which exhibits non-linear characteristics depending on theenvironmental conditions. These has a 
considerable impact on the maximal generated power. To optimize the efficiency of the supply system, 
extracting the maximal power is realized trough controllers called Maximal Power Point Trackers. 

Several techniques and methods have been proposed for tracking the maximal powergenerated by 
PV panels. The traditional solutions proposed for these trackers are Hill climbing [1], Perturb and Observe 
[2-5] and Incrementalconductance methods [6]. These methods present an oscillation problem around the 
maximal power point as a drawback, however, they are light and easy to implement. 

Other solutions are based on artificial intelligence techniques such as fuzzy logic [7-9], ant colony 
optimization [10], and neural networks [11-14]. These techniques improve considerably the efficiency of the 
system; however, implementation of these algorithms require more computations and coding. 

In this paper, the online application of artificial intelligence techniques: neural networks and fuzzy 
logic is investigated through simulation and hardware in the loop experimentation using a low-cost solution. 
This approach allows not only maximizing the system efficiency, but also gives the opportunity to adjust the 
parameters online in order to meet the desired requirements and shorten the time to market delivery. 


2. CHARACTERISTICS OF PV PANEL IN USE 
Each PV panel consists of a set of series connected cells to produce considerable amount of voltage. 
The main outputs we are interested in are I-V and P—V curves which reveal three important points. Short- 
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circuit current (Is) at which the output voltage is null, open-circuit voltage (Voc) at which no output current is 
produced and the Pmax point at which the panel operates at its maximal efficiency. 
The PV panel used ET-M53675 is from ET-Solar company (Table 1). 


Table 1. ET-M53675 PV panel back-sheet data at 1000 w/m?, 25°C 


Parameter Value 
Power at MP- Pm(W) 75 
Open circuit voltage - Voc (V) 21.73 
Short-circuit current Isc (A) 4.7 
Voltage at MPP - Vm (V) 17.41 
Current at Mpp - Im (A) 4.31 


The impact of irradiance and temperature on the output produced current and power is given in 
Figure 1. An increase in temperature involves a decrease in open-circuit voltage and consequently the 
maximal power. In contrary, an increase in irradiance implies an increase in a short-circuit current and 
consequently an increase in maximal power. 
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Figure |. (a) Temperature and (b) Irradiance influence on PV panel characteristics 
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From the above remarks, the panel must be kept operating at its maximal power even if irradiance 
and temperature change. This is usually ensured by a device called MPPT: maximal power point tracker. 
Aritificial intelligence is used to accomplish this task. 


3. NEURAL NETWORK MPPT 

Neural networks are qualified as a universal approximators [15], they can mimic every complex 
function. They are used to model unknown systems behaviour using a set of input-output data and a training 
process. Neural networks are formalized using a cascaded layers interconnexion. Each layer consists of a set 
of neurons. Increasing the number of layers and neurons leads to best representation of non-linearities of the 
system, however, it exhibits complex computations, and therefore, hardware implementation constraints. 

In this paper they are used to mimic the MPPT functionality. An experimental database comprising 
irradiance (Es), temperature (T) and maximal output voltage (Vmpp) at MPP have been collected and prepared 
for training and validation process. These inputs are measured, filtered and normalized. 

The number of hidden layers and neurons inside them have been subjected to an optimization 
procedure based on observing the mean square error at the end of training process. It has been decided to 
adopt the architecture that comprises one hidden layer with five (5) neurons (Figure 2) which gives 
satisfactory precision. 

The training process is carried out using Levenberg-Marquardt Algorithm [16]. The database was 
partitioned as follows: 

e Training data : 70% of dataset 
e Validation data : 15% of dataset 
e Testing data : 15% of dataset 
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Figure 3 gives four plots, issued at the end of the training process. The overall performance is 
satisfactory, which proves that the network has been trained correctly and reflects with high fidelity the input- 
output relationship. The resultant network is used in simulation and experimental benchmark. 
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Figure 2. Neural network proposed composition 
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Figure 3. Neural network performance plots 


4. FUZZY MPPT-ANFIS APPROACH 

Fuzzy logic [17] is used to describe the operation of a process through a human reasoning language. 
Inputs of the process are first converted to fuzzy space using a universe of discourse and membership 
functions (fuzzification). A set of if-then rules are inferred to give a decision based on the present inputs. A 
fuzzy output is produced as a consequence. This output is then converted to real world value through 
defuzzification. 

In this paper we have used adaptive neural fuzzy inference systems [18] to generate a fuzzy system 
that operates as an MPP tracker using the same training data set from the previous section. ANFIS (Figure 4) 
is build around a layered architecture, in which each layer implements a dedicated function. 


Layer 1: Each square node in this layer computes the function 


o} = Ha (x) 
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where x is the input to node i, and A; is the linguistic label associated with this node. Oʻ; is the membership 
degree of A; 
Layer 1 Layer 4 
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Figure 4. ANFIS architecture used to produce Fuzzy MPP Tracker 


Layer 2: Every circle node in this layer computes the product of incoming signals. 


o= u, ()x up 0) 


This represents the firing strength of the rule. 
Layer 3: Every circle node processes the ratio of the ith rule’s firing strength to the sum of all rule’s firing 
strengths. 
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Layer 4: Each square node in this layer performs the function. 


0} =o; fi =o;(pix+qiy +n) 
where {pi, gi, ri} 18 the parameter set referred as consequent parameters. 


Layer 5: The unique node in this layer computes the overall summation of all incoming signals 
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The average percentage error is used as a criterion to evaluate both techniques: 
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First of all, a fuzzy inference system with default membership functions and rule set is generated. 
Figure 5 (top) depicts the default membership functions for irradiance and temperature. It is observed that 
these functions are uniformly distributed over the data range (universe of discourse) for each input. 

After training the network, premise and consequent parameters are adjusted according to the back- 
propagation error. Figure 5 (bottom) shows that membership functions for temperature have no significant 
changes, however, those of irradiance changed considerably, which confirm the high dependency of the 
maximal power on the irradiance. 

Figure 6 (left) demonstrates the performance of tracking operation based on anfis. The right surface 
plot in Figure 6 is a surface indicating that the relationship between temperature, irradiance and maximal 
voltage is non-linear. 
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Membership functions before training anfis 
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Membership functions after training anfis 
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Figure 5. ANFIS membership functions before (top) and after (bottom) training 
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Figure 6. ANFIS learning process results 


In order to connect the PV panels to the load, a power converter is used as a mean to transfer a 
regulated power from one side to the other. 


5. SYNCHRONOUS BUCK CONVERTER MODELING 

Synchronous buck converter is a step-down converter where the diode is replaced with a switch to 
minimize the losses due to the commutation in the off-time period of the main switch, thus improving the 
efficiency of the converter. The circuit is given by Figure 7, where the switch mosfet/2 replaces the diode in 
the conventional buck configuration. 

The elements of the converter are sized correctly to meet the following requirements: a switching 
frequency of 200khz, and a maximal output current of 1OA. A PWM driver is used to drive the mosfets from 
the signal generated by a controller. 
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We have used a PID controller to generate the duty cycle D needed to track the maximum voltage 
Vmpp. Tuning this PID controller is easy when the components values L and C are precisely known. 
However, manufacturers propose tolerances on their components (the inductor used WE-7443631000 is from 
Würth Elektronik with a tolerance of +15%). The PID is tuned to take into account components tolerance of 
the buck converter to obtain high efficiency within the range of expected values for L and C. 
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Figure 7. Synchronous buck converter topology 


6. SYSTEM SIMULATION 

Before deciding to implement the controller and the trackers, we have conducted a simulation 
considering changes in temperature and irradiance. 

Neural networks are first simulated. From Figure 8, the system is left in idle mode until 0.05 second 
past. The tracking operation is engaged for an irradiance of 500W/m? and temperature of 25°C, the panel 
voltage (plotl — red curve) follows precisely the maximal voltage computed by the neural network. An 
irradiance disturbance (an increase from 500W/m? to 1000W/m7?) is injected at the time 0.15s, the PID 
controller adjusts the duty cycle accordingly to keep tracking the maximal voltage. At time 0.22 s, a 
temperature variation is introduced (an increase from 25°C to 40°C). A small decrease in panel voltage is 
observed with no effect on the output current. 

The fuzzy inference system issued from anfis training (Figure 9) tracks with high precision the 
maximal power generated from PV panel regardless environmental changes. 
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Figure 8. Neural networks maximal power tracking Figure 9. Fuzzy logic maximal power tracking for 
for irradiance and temperature variation Irradiance and temperature variation 
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7. EXPERIMENTAL SETUP 

It is composed of two major circuits. A measurement circuit (Figure 11) and a power circuit (Figure 
10(a)). The power circuit comprises the synchronous buck converter (two mosfets), the pwm driver IR2104 
and also input/output curents/voltages measurements. 

The measurement circuit is built essentially around two sensors attached to the PV panel. SP-110 
irradiance sensor from apogee instruments, is used to capture solar irradiance with an output of 
0.2mV/(W/m7), which is amplified by an instrumentation amplifier AD620. The second sensor is the 
temperature sensor LM35 which produces 10mV/°C. Arduino based microcontroller is used as an embedded 
computing platform. The final PCB used in experimentation is given in Figure 10(b). 
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Figure 11. (a) Irradiance and temperature measurements circuit (b) Arduino interface 


8. HARDWARE-IN-THE-LOOP 

The software is implemented in Simulink using arduino platform as a target microcontroller. The 
information captured from sensors are first conditioned (amplified and filtered) to produce a high-fidelity 
image of the measures. This is the role of the signal conditioning block in Figure 12. The tracker 
(neural networks/fuzzy system) computes at its output the reference voltage (Vmpp) at which the produced 
power is maximal. 

This reference is then compared to the measured voltage at PV panel terminals. A PID controller 
designed and tuned to eliminate the error between reference and measured voltages, outputs a command 
signal which represents the variation on the duty cycle. A PWM generator receives the duty cycle and 
produces pulses which are fed to the IR2104 circuit driver to switch the mosfet transistors. 
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Figure 12. Hardware in the Loop implementation of the system 


9. EXPERIMENTAL RESULTS 

The PID outputs a duty cycle variation corresponding to tracking the maximal voltage generated by 
PV panel in environmental conditions given by Figure 13, which represents the real-time measurements of 
irradiance and temperature from the sensors for the day 05/19/2018 in Oran -Algeria. 

Figure 14 confirms the tracking performance. It is shown that the PV panel voltage (blue curve) 
tracks precisely Vmpp (yellow curve) in the presence of fluctuations in irradiance and temperature. 

Figure 15 shows that the panel have been exposed to a variation of irradiance due to the passage of 
clouds, while the temperature oscillate smoothly around 30°C. For these conditions the neural network MPP 
controller succeeds to extract the maximal voltage from the PV panel (Figure 16). 


parce Tai- em ee 


ington |e int 


a Kl, Wha aa la a J 7m fu i F 


aml 


tle PN 


Hi he 1 = 
| 


Figure 13. Real time irradiance(blue) and Figure 14. ANFIS MPP tracker results 
temperature(red) measurements 
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Obtained results show that an efficiency of about 98% is ensured using the proposed techniques, as 
well as, the tracking operation is smooth and ensured. From experimental point of view, the results are also 
verified. Moreover, the proposed approach is based on a low-cost hardware (8bit microcontroller) which is 
programmed in a graphical block environment instead of hard coding. This gives the opportunity to tune the 
paramters inline (when running the system) in order to achieve best performances. The optimal obtained 
system, is then downloaded to the microcontroller to operate in a standalone mode. 


10. CONCLUSION 

In this paper, artificial intelligence is successfully applied in tracking the maximal power generated 
by PV panel. Neural networks and adaptive fuzzy inference systems, give promising results and satisfaction 
and can be both applied in tracking the MPP using a low-cost hardware. 

Simulation results show the application of such techniques exhibits fast convergence regardless the 
variation of environmental conditions. On the other hands, experimental results prove the quality of such 
techniques in the efficiency improvement of the whole system. 
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